To:  Way,  Steven[way. steven@epa.gov];  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Robinson,  David 

Sent:  Fri  8/7/2015  10:44:02  PM 

Subject:  Daily  RCMS? 


Steve  / Hays: 


Any  thoughts  on  whether  we  need  to  do  daily  RCMS  for  the  new  Gold  King  Blowout  TDD? 


We’ll  have  a 1900-55  out  on  Monday  afternoon  that  will  cover  from  inception  through  Friday 
and  we  can  add  pending  costs  for  work  over  the  weekend. 


Thanks, 


Dave 


David  Robinson 

Sr.  Project  Mgr.  / Safety  Officer 
WESTON  Solutions,  Inc. 

1435  Garrison  St.,  #100 
Lakewood,  CO  80215 
O:  303-729-6181 
C:  937-572-3630 
www.  westonsolutions.  com 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
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information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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